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PREFACE 


This  Supplement  is  intended  to  be  read  in  conjunction  with  the  Gas 
Royalty  Guidelines  (May  1987)  and  serves  to  inform  royalty  clients  of 
changes  to  the  Gas  Royalty  System  effective  with  the  royalty  year  of 
1 988.  It  specifically  updates  the  reader  with  respect  to  Chapter  9 of  the 
May  1987  Guidelines. 


Form  GS3  - Annual  Gas  Cost  Allowance  and  Custom  Processing 
Reconciliation  will  be  used  in  place  of  form  GA1  for  1988  and 
subsequent  years.  The  GA1  will  continue  to  be  used  for  amending  the 
years  1985  through  1987  inclusive. 
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1.0  GS3  - ANNUAL  GAS  COST  ALLOWANCE  AND 
CUSTOM  PROCESSING  DECLARATION 

PURPOSE 

For  the  1988  and  subsequent  Royalty  Years,  a GS3  form  must  be 
submitted  for  each  facility  in  which  there  is  a royalty  responsibility  (i.e.,  a 
GS1  was  filed  during  the  related  production  year).  A GS3  is  not  required 
for  years  where  there  are  no  sales. 

The  GS3  form  is  used  to  declare  the  actual  annual  gas  cost  allowance  and 
custom  processing  fees  that  are  attributed  to  each  reporting  entity  (REN) 
within  a facility.  This  declaration  may  result  in  an  adjustment  to  the  net 
royalty  that  has  been  reported  on  the  monthly  GSIs.  The  filing  date  for  the 
GS3  form  is  June  30th  of  the  year  immediately  following  the  production 
year. 

The  GS3  form  is  completed  by  the  royalty  payer  to  report: 

- Actual  allocation  of  GCA  and/or  CP  by  REN 

- Crown  Share  of  GCA  and/or  CP  by  REN  (holiday  and  non-holiday) 

- Calculation  summary  to  determine  the  actual  adjustment  to  Crown 
royalty. 

To  amend  a previously  submitted  GS3  form,  a new  GS3  must  be  prepared 
in  full  using  the  current  calendar  date  as  the  date  prepared.  Do  not 
duplicate  the  date  prepared  from  previous  GS3  forms  submitted.  If  a 
royalty  payer  files  an  amended  GV3/GS1  or  GC5  form  after  the  GS3  filing 
deadline,  he  need  not  change  the  estimated  gas  cost  allowance  or  custom 
processing  fees  on  the  GS1  since  all  calculations  at  Alberta  Energy  will  be 
based  on  the  actual  deductions  declared  on  the  GS3  form.  Amendments 
to  GV3,  GS1  or  GC5  will  require  an  amended  GS3  form. 
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Non  filing  of  a GS3  for  a client  facility  at  which  estimated  costs  were 
claimed  during  the  production  year  will  result  in  a Crown  generated  GS3. 
Royalty  payable  for  the  production  year  will  be  calculated  without  gas  cost 
allowance  and/or  custom  processing  fees  and  the  difference  between  the 
total  net  royalty  calculated  and  the  total  net  royalty  previously  declared  on 
the  GSIs  will  be  posted  to  the  client's  royalty  account. 
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1 .1  COMPLETING  THE  GS3  FORM 

Refer  to  Exhibit  1 for  field  identification  and  example  of  a typical  GS3 
submission,  Exhibit  2 for  an  example  of  the  continuation  form  and  Exhibit  3 
for  references  to  the  GS1  form. 

IDENTIFICATION 

A1 

YEAR 

A2 

CLIENT  ID 

The  three-character  ERCB  operator  code  or  a seven-digit  non-operator 
client  ID  by  Alberta  Energy  to  the  royalty  payer. 

A3 

CLIENT  NAME 

The  complete  corporate  or  individual  name  of  the  royalty  payer. 

B1 

DATE  PREPARED 

The  date  this  document  was  prepared  or  amended  by  the  royalty  payer 
and  must  be  greater  than  the  last  version  submitted  by  the  client. 

B2 

ERCB  FACILITY  CODE 

The  four-character  numeric  ERCB  code  of  the  gas  gathering  system  or 
gas  processing  plant  where  natural  gas  and  gas  by-products  were 
sold.  This  code  should  be  consistent  with  the  related  forms  GV3,  GS1 
and  GC5. 

B3 

FACILITY  NAME 

The  facility  name  as  recorded  in  the  ERCB  records  for  field  B2. 
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1 .1  COMPLETING  THE  GS3  FORM 

CALCULATION  SUMMARY 

Cl 

TOTAL  GROSS  ROYALTY  PER  GS1 

The  total  gross  royalty  per  GS1  must  be  equal  to  the  accumulation  of  the 
gross  royalty  dollars  as  reported  on  the  monthly  GSIs  (Field  D1)  for  the 
related  production  year. 

C2 

ALLOWABLE  GCA/CP  DEDUCTION 

The  total  allowable  GCA/CP  deduction  as  calculated  in  the  Details 
section  of  the  GS3  (Field  E4). 

C3 

TOTAL  NET  ROYALTY  HOLIDAY  DOLLARS 

The  total  net  royalty  holiday  dollars  as  calculated  in  the  Details  section  of 
the  GS3  (Field  E5). 

C4 

TOTAL  NET  ROYALTY 

The  total  gross  royalty  (Field  Cl)  minus  the  allowable  GCA/CP 
deduction  (Field  C2)  minus  the  total  net  royalty  holiday  dollars  (Field  C3) 
of  the  GS3. 

C5 

TOTAL  NET  ROYALTY  PER  GS1 

The  total  net  royalty  per  GS1  must  be  equal  to  the  accumulation  of  the 
total  net  royalty  as  reported  on  the  monthly  GSIs  (Field  HI)  for  the 
related  production  year. 

C6 

ANNUAL  ROYALTY  ADJUSTMENT 

The  total  net  royalty  (Field  C4)  minus  the  total  net  royalty  per  GS1  (Field 
C5)  of  the  GS3. 
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1.1 

COMPLETING  THE  GS3  FORM 

REN  ALLOCATION  DETAILS 

This  section  comprises  specific  details  for  each  reporting  entity  reported  on 
the  related  monthly  form  GV3.  Each  REN  that  reported  royalty  for  the 
production  year  must  be  recorded  in  this  section. 

D1 

REN 

The  six-digit  reporting  entity  number  as  assigned  to  the  royalty 
payer  by  Alberta  Energy. 

D2 

TOTAL  GROSS  ROYALTY 

The  annual  gross  royalty  for  the  REN  based  on  each  month's 
Crown  royalty  volume  multiplied  by  the  month  sales  price. 

D3 

TOTAL  ACTUAL  GCA 

The  portion  of  the  total  eligible  gas  cost  allowance,  attributed  to  the 
REN,  allocated  from  forms  GC5(s)  for  the  production  year 
reported. 

D4 

TOTAL  ACTUAL  CP 

The  actual  custom  processing  fees  paid  at  the  REN  for  gathering, 
compressing  and  processing  during  the  production  year. 

D5 

ALLOWABLE  GCA/CP  DEDUCTION 

The  allowable  GCA/CP  deduction  is  the  lesser  of: 

• the  actual  allowable  gas  cost  allowance  and/or  custom 
processing  deduction  or  95%  of  gross  royalty  for  the  REN. 
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1 .1  COMPLETING  THE  GS3  FORM 
REN  ALLOCATION  DETAILS 

The  actual  allowable  gas  cost  allowance  and/or  custom 
processing  fee  deduction  is  calculated  at  the  REN  level  using  the 
following  formula: 

(Actual  GCA  + Actual  CP  per  REN)  x REN  Crown  Interest  x REN  Effective  Rate  ! 

Where: 

REN  Effective  Rate  = 

(Total  Natural  Gas  Crown  Royalty  Volume  Sold  x AMP  for  Sales  month)  ± (Crown  By-Products  Royalty  Volume  x AP  for  Sales  Month) 

(Total  Crown  Natural  Gas  Volume  Sold  x AMP  for  Sales  Month)  + (Crown  By-Products  Sales  Volume  x AP  for  Sales  Month) 


AP  = Average  price  of  by-products  for  the  month  calculated  from 
the  monthly  GS1  as  product  gross  royalty  dollars  divided  by 
Crown  royalty  volume  for  a facility. 

D6  NET  ROYALTY  HOLIDAY  DOLLARS 

The  royalty  holiday  REN's  total  gross  royalty  (Field  D2)  minus  the 
REN's  allowable  GCA/CP  deduction  (Field  D5). 

E1-E5  TOTAL 

The  total  for  each  column  D2  through  D6. 

The  facility  totals  should  be  reported  only  on  the  last  page.  These 
totals  will  be  used  for  data  entry  control  to  detect  possible  data 
entry  errors.  Omission  of  these  totals  will  make  data  entry  errors 
more  difficult  to  detect,  and  therefore,  may  result  in  unnecessary 
recalculations. 
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ALBERTA  APRIL  25, 1989 

ENERGY  SUPPLEMENT  TO 

GAS  ROYALTY  GUIDELINES 

DEREGULATION:  ANNUAL  ACTUAL  GAS  COST  ALLOWANCE  AND  CUSTOM  PROCESSING 

DECLARATION  - 1988 


1.2  GS3  RECONCILIATIONS 

The  GS3  document  will  be  subject  to  two  reconciliations: 

1.  GV3/GS1/GS3  reconciliation  which  identifies  and  reports 
discrepancies  found  in: 

a)  Total  Gross  Royalty  Per  GS1 

b)  Allowable  GCA/CP  Deduction 

c)  Total  Net  Royalty  Holiday  Dollars 

d)  Total  Net  Royalty  Per  GS1 

Discrepancies  found  in  these  reconciliations  will  result  in  a 
recalculated  version  of  the  payer's  GS3.  This  recalculated  GS3  will 
show  the  details  of  the  payer's  original  submission  and  the  Crown's 
calculation.  The  Crown's  calculation  will  be  considered  as  the 
current  version  and  the  appropriate  credit  or  debit  adjustment  will  be 
applied  to  the  payer's  royalty  account.  If  the  royalty  client  is  in 
agreement  with  the  Crown's  calculation  an  amendment  is  not 
required. 

2.  GS3/GC5  reconciliation  which  identifies  and  reports  discrepancies 
found  between  the  Total  Eligible  GCA  and  the  Total  Actual  GCA 
claimed  for  all  RENs  within  the  facility. 

Discrepancies  found  in  this  reconciliation  will  result  in  a reconciliation 
notice  which  will  display  the  Total  Actual  GCA  as  reported  on  the 
payer’s  GS3  and  each  eligible  deduction  recorded  on  the  related 
GC5s.  It  will  be  the  payer's  responsibility  to  make  necessary  GC5  or 
GS3  amendments  to  resolve  the  reconciliation  notice.  If  the  client 
facility  is  not  balanced  within  a time  period  specified  by  the  Crown, 
differences  will  be  subject  to  penalties  and  assessments  . 
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SUPPLEMENT  TO 
GAS  ROYALTY  GUIDELINES 


DEREGULATION:  ANNUAL  ACTUAL  GAS  COST  ALLOWANCE  AND  CUSTOM  PROCESSING 

DECLARATION  - 1988 

1 .3  LFMJR868  - GS3  EDIT  LIST 


The  LFMJR868  - GS3  Edit  List  is  included  in  the  Monthly  Client 
Activity  Reports  package. 

Complete  document  rejects  are  caused  when  the  production  year, 
client  ID  and/or  facility  ID  are  invalid  or  when  the  version  of  the  GS3 
already  on  file  has  a more  recent  prepared  date.  No  data  from  a 
complete  document  reject  is  kept  on  file. 

Partial  document  rejects  are  caused  when: 

- A REN  is  not  active  for  the  production  period 

- A REN  is  not  held  by  the  client  filing  the  GS3 

- A REN  is  100%  freehold 

- Negative  dollars  are  entered. 

All  data  including  the  line  containing  the  error  is  saved  on  file.  The 
gas  cost  allowance  and/or  custom  processing  fees  identified  within 
the  rejected  lines  will  not  be  used  in  the  reconciliation  of  the  allowable 
GCA/CP  Deduction  for  the  client  facility. 

Inquiries  about  this  notice  should  be  directed  to  Alberta  Energy,  Gas 
Royalty  Branch. 
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ALBERTA  ENERGY 
MINERAL  REVENUES  SYSTEM 
GAS  ROYALTY  SUBSYSTEM 

PROCESSED  DATE  IS  1989-12-30 
GS3  EDIT  LIST  FOR: 

B99  -STAMPEDE  GAS  CO.  BATCH:  PI 62 
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1989-12-30 
LFMJR868 


THIS  DOCUMENT  HAS  BEEN  REJECTED  AND  MUST  BE  RESUBMITTED 


ERROR  MESSAGE:  CLIENT  ID  NOT  FOUND 

FACILITY  DOES  NOT  EXIST 


PRODUCTION  YEAR: 
CLIENT  ID: 

FACILITY  ID: 

DATE  PREPARED: 


1988 

B99  NAME:  STAMPEDE  GAS  CO. 

1223  NAME:  WILDROSE  BIG  HILL  PLANT 

1989-12-30 


CALCULATION  SUMMARY: 


TOTAL  GROSS  ROYALTY  PER  GS1 
ALLOWABLE  GCA/CP  DEDUCTION 
TOTAL  NET  ROYALTY  HOLIDAY  $ 
TOTAL  NET  ROYALTY 
TOTAL  NET  ROYALTY  PER  GS1 
ANNUAL  ROYALTY  ADJUSTMENT 


527.700.00 

NIL  NUMERIC  DATA  REQUIRED 

120.675.00 

363.275.00 

0.00  NEGATIVE  NOT  VALID,  SET  TO  0 

3,925.00  - 


REN  ALLOCATION  DETAILS: 


TOTAL 

TOTAL 

TOTAL 

ALLOWABLE 

GROSS 

ACTUAL 

ACTUAL 

GCA/CP  ERROR 

REN 

ROYALTY 

GCA 

CP 

DEDUCTION  MESSAGE 

011201 

5,277.00 

1,700.00 

425.00 

020508 

42,216.00 

13,600.00 

3,400.00 

038104 

21,108.00 

6,800.00 

2,500.00 

2,325.00 

043412 

63,324.00 

20,400.00 

5,100.00 

052902 

10,554.00 

3,400.00 

850.00 

066213 

68,601.00 

22,100.00 

5,525.00  FREEHOLD  REN  REPORTED  IN  ERROR 

077306 

31,662.00 

10,200.00 

2,550.00 

084310 

52,770.00 

17,000.00 

4,250.00 

095511 

58,047.00 

18,700.00 

1,500.00 

5,050.00 

095511 

58,047.00 

18,700.00 

1,500.00 

5,050.00  DUPLICATE  REN  ID 

109114 

73,878.00 

23,800.00 

1,000.00 

6,200.00 

115903 

15,831.00 

5,100.00 

1 ,275.00  REN  ID  NOT  ACTIVE  FOR  CLIENT  ID 

121209 

47,493.00 

15,300.00 

3,825.00  REN  ID  NOT  ACTIVE 

134107 

36,939.00 

11,900.00 

2,975.00 

527,700.00 

170,000.00 

5,000.00 

43,750.00 
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ALBERTA  ENERGY 
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GAS  ROYALTY  SUBSYSTEM 
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1989-12-30 
LFMJR868 


PROCESSED  DATE  IS  1989-12-30 
GS3  EDIT  LIST  FOR: 

B99  -STAMPEDE  GAS  CO. 


BATCH:  PI 62 


THIS  DOCUMENT  HAS  BEEN  MODIFIED  AND  MAY  HAVE  TO  BE  RESUBMITTED 


ERROR  MESSAGE: 


PRODUCTION  YEAR:  1988 

CLIENT  ID:  B99  NAME:  STAMPEDE  GAS  CO. 

FACILITY  ID:  1223  NAME:  WILDROSE  BIG  HILL  PLANT 

DATE  PREPARED:  1989-12-30 

CALCULATION  SUMMARY: 


TOTAL  GROSS  ROYALTY  PER  GS1 

527,700.00 

ALLOWABLE  GCA/CP  DEDUCTION 

NIL  NUMERIC  DATA  REQUIRED 

TOTAL  NET  ROYALTY  HOLIDAY  $ 

120,675.00 

TOTAL  NET  ROYALTY 

363,275.00 

TOTAL  NET  ROYALTY  PER  GS1 

0.00  NEGATIVE  NOT  VALID,  SET  TO  0 

ANNUAL  ROYALTY  ADJUSTMENT 

3,925.00  - 

REN  ALLOCATION  DETAILS: 

TOTAL 

TOTAL 

TOTAL 

ALLOWABLE 

GROSS 

ACTUAL 

ACTUAL 

GCA/CP  ERROR 

REN 

ROYALTY 

GCA 

CP 

DEDUCTION  MESSAGE 

011201 

5,277.00 

1,700.00 

425.00 

020508 

42,216.00 

13,600.00 

3,400.00 

038104 

21,108.00 

6,800.00 

2,500.00 

2,325.00 

043412 

63,324.00 

20,400.00 

5,100.00 

052902 

10,554.00 

3,400.00 

850.00 

066213 

68,601.00 

22,100.00 

5,525.00  FREEHOLD  REN  REPORTED  IN  ERROR 

077306 

31,662.00 

10,200.00 

2,550.00 

084310 

52,770.00 

17,000.00 

4,250.00 

095511 

58,047.00 

18,700.00 

1,500.00 

5,050.00 

095511 

58,047.00 

18,700.00 

1,500.00 

5,050.00  DUPLICATE  REN  ID 

109114 

73,878.00 

23,800.00 

1,000.00 

6,200.00 

115903 

15,831.00 

5,100.00 

1 ,275.00  REN  ID  NOT  ACTIVE  FOR  CLIENT  ID 

121209 

47,493.00 

15,300.00 

3,825.00  REN  ID  NOT  ACTIVE 

134107 

36,939.00 

11,900.00 

2,975.00 

527,700.00 

170,000.00 

5,000.00 

43,750.00 
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1.4  LFMJR872  - GS3  RECALCULATION  REPORT 


ALBERTA 

ENERGY 


The  LFMJR872  - GS3  Recalculation  is  included  in  the  Monthly  Client 
Activity  Reports  package.  This  report  will  be  produced  whenever  there 
is  a difference  between  the  royalty  charge  generated  by  the 
recalculation  and  the  royalty  charge  expected  by  the  client.  All  fields 
are  subject  to  recalculation  except  REN  Allocation  Details,  Total  Gross 
Royalty,  Total  Actual  GCA  and  Total  Actual  CP. 

All  recalculation  will  be  reported  to  the  client  showing  the  client's 
original  subitted  values  and  Alberta  Energy's  revised  calculation. 
Support  details  will  be  provided  displaying  the  source  data  from 
monthly  GV3  and/or  GS1  reports,  where  the  Crown  detects  a variance 
in  the  following  field: 

- Total  Gross  Royalty  per  GS1 

- Allowable  GCA/CP  Deduction 

- Total  Net  Royalty  Holiday  Dollars 

- Total  Net  Royalty 

- Total  Net  Royalty  per  GS1 

- Annual  Royalty  Adjustment 

If  a royalty  client  agrees  with  the  recalculated  Annual  Gas  Cost 
Allowance  and  Custom  Processing  Reconciliation,  no  additional 
reporting  is  required.  If  a royalty  client  disagrees  with  the  recalculation, 
an  amended  GS3  should  be  submitted  in  full  or  amended  forms  GV3 
and/or  GS1  may  be  required. 

Inquiries  regarding  this  report  should  be  directed  to  the  Alberta  Energy, 
Gas  Cost  Allowance  Section. 
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PRODUCTION  YEAR: 
CLIENT  ID: 

FACILITY  ID: 

DATE  PREPARED: 


ALBERTA  ENERGY 
MINERAL  REVENUES  SYSTEM 
GAS  ROYALTY  SUBSYSTEM 

PROCESSED  DATE  IS  1989-12-30 
GS3  RECALCULATION  REPORT  FOR: 
B99  -STAMPEDE  GAS  CO. 

““THIS  GS3  HAS  BEEN  RECALCULATED* 

1 988 

B99  NAME:  STAMPEDE  GAS  CO. 

1223  NAME:  WILDROSE  BIG  HILLPLANT 

1989-12-30 

CALCULATION  SUMMARY 
SUBMITTED  REVISED 


PAGE:  1 

1989-12-30 
LFMJR872 


TOTAL  GROSS  ROYALTY  PER  GS1 
ALLOWABLE  GCA/CP  DEDUCTION 
TOTAL  NET  ROYALTY  HOLIDAY  DOLLARS 
TOTAL  NET  ROYALTY 
TOTAL  NET  ROYALTY  PER  GS1 
ANNUAL  ROYALTY  ADJUSTMENT 


527.700.00 
43,750.00 

120.675.00 

363.275.00 

367.200.00 
3,925.00- 


MESSAGE 

390.498.00  GS1  TOT  GROSS  ROYALTY  REVISED 
33,720.00  GCA/CP  DEDUCITON  REVISED 

1 05.099.00  HOLIDAY  DOLLARS  REVISED 

251 .679.00  TOTAL  NET  ROYALTY  REVISED 

271 .728.00  GS1  TOTAL  NET  ROYALTY  REVISED 
20,049.00-  ROYALTY  ADJUSTMENT  REVISED 


REN  ALLOCATION  DETAILS 


ALLOWABLE  GCA/CP 

ALLOWABLE  GCA/CP 

CALCULATED 

TOTAL  GROSS 

TOTAL  ACTUAL 

TOTAL  ACTUAL 

DEDUCTION 

DEDUCTION 

NET  ROYALTY 

REN 

ROYALTY 

GCA 

CP 

SUBMITTED 

REVISED 

HOLIDAY  DOLLARS 

020508 

42,216.00 

13,600.00 

0.00 

3,400.00 

3,400.00 

0.00 

038104 

21,108.00 

6,800.00 

2,500.00 

2,325.00 

2,325.00 

18,783.00 

043412 

63,324.00 

20,400.00 

0.00 

5,100.00 

6,120.00 

57,204.00 

MESSAGE:*CROWN%  / EFFECTIVE  RATE 

ERROR* 

052902 

10,554.00 

3,400.00 

0.00 

850.00 

850.00 

0.00 

077306 

31,662.00 

10,200.00 

0.00 

2,550.00 

2,550.00 

29,112.00 

MESSAGE:  ^HOLIDAY  REN  CALCULATED* 

084310 

52,770.00 

17,000.00 

0.00 

4,250.00 

4,250.00 

0.00 

09551 1 

58,047.00 

18,700.00 

1,500.00 

5,050.00 

5,050.00 

0.00 

109114 

73,878.00 

23,800.00 

1,000.00 

6,200.00 

6,200.00 

0.00 

134107 

36,939.00 

11,900.00 

0.00 

2,975.00 

2,975.00 

0.00 

TOTALS 

390,498.00 

125,800.00 

5,000.00 

32,700.00 

33,720.00 

105,099.00 

INVALID 

REN  DETAILS 

TOTAL  GROSS 

TOTAL  ACTUAL 

TOTAL  ACTUAL 

ALLOWABLE  GCA/CP 

REN 

ROYALTY 

GCA 

CP 

DEDUCTION 

MESSAGE 

011201 

5,277.00 

1,700.00 

0.00 

425.00 

REN  NOT  ACTIVE  DURING  YEAR 
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PROCESSED  DATE  IS  1989-12-30 
GS3  RECALCULATION  REPORT  FOR: 
B99  -STAMPEDE  GAS  CO. 

****GS1  DOCUMENT  DETAILS* * * **** 
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1989-12-30 
LFMJR872 


PRODUCTION  YEAR: 
CLIENT  ID: 

FACILITY  ID: 

DATE  PREPARED: 


1988 

B99 

1223 


NAME:  STAMPEDED  GAS  CO. 
NAME:  WILDROSE  BIG  HILL  PLANT 


1989-12-30 


GS1  DOCUMENT  DETAILS 


PRODUCTION 

TOTAL  GROSS 

TOTAL  NET 

PERIOD 

ROYALTY 

ROYALTY 

DATE  PREPARED 

1988-01 

36,571.00 

25,448.00 

1988-03-31 

1988-02 

34,203.00 

23,800.00 

1 988-04-30 

1988-03 

32,234.00 

22,430.00 

1988-05-31 

1988-04 

28,527.00 

19,851.00 

1988-06-30 

1988-05 

24,346.00 

16,942.00 

1988-07-31 

1988-06 

21,371.00 

14,871.00 

1988-08-31 

1988-07 

29,425.00 

20,475.00 

1988-09-30 

1988-08 

32,933.00 

22,916.00 

1988-10-31 

1988-09 

26,838.00 

18,675.00 

1988-11-30 

1988-10 

34,134.00 

23,752.00 

1988-12-31 

1988-11 

45,859.00 

31,911.00 

1989-01-31 

1988-12 

44,057.00 

30,657.00 

1989-02-28 

390,498.00 

271,728.00 
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1989-12-30 
LFMJR872 

PROCESSED  DATE  IS  1989-12-30 
GS3  RECALCULATION  REPORT  FOR: 

B99  -STAMPEDE  GAS  CO. 

““EFFECTIVE  RATE  CALCULATION  DETAILS**** 


ALBERTA  ENERGY 
MINERAL  REVENUES  SYSTEM 
GAS  ROYALTY  SUBSYSTEM 


PRODUCTION  YEAR: 
CLIENT  ID: 

FACILITY  ID: 

REN: 

DATE  PREPARED: 


1988 
B99 
1223 
043412 
1989-12-30 


NAME: 

NAME: 


STAMPEDE  GAS  CO. 
WILDROSE  BIG  HILL  PUNT 


GV3 


CROWN 

ROYALTY 


PRODUCT 

PRODUCTION 

PERIOD 

ERCB 

CODE 

AVERGE 
UNIT  PRICE 

GV3  CROWN 
SALES  VOLUME 

CROWN 
SALES  VALUE 

SALES 

VOLUME 

CROWN  ROYALTY 
SALES  VALUE 

PRO 

BUT 

1988-01 

1988-01 

1223 

1223 

25.00 

30.00 

3,377.2 

4,221.6 

84,432.00 

126,648.00 

1,013.2 

1,266.5 

25.330.00 

37.995.00 

TOTALS 

211,080.00 

63,325.00 

TOTAL  ACTUAL  GCA  20,400.00 

TOTAL  ACTUAL  CP  0 00 

REN  CROWN  INTEREST  1 00.00000 

EFFECTIVE  RATE  30.00000 

ROYALTY  ALLOWANCE  6,1 20.00 

95%  MAXIMUM  ALLOWANCE  60,158.75 

ALLOWABLE  GCA/CP  DEDUCTION  6,120.00 


ALBERTA  APRIL  25, 1989  j 
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GAS  ROYALTY  GUIDELINES 

DEREGULATION:  ANNUAL  ACTUAL  GAS  COST  ALLOWANCE  AND  CUSTOM  PROCESSING 
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1 .5  LFMJR845  - GA1/GS3  TO  GC5  RECONCILIATION  NOTICE  OF 
DISCREPANCY 

Report  LFMJR845  - GA1/GS3  to  GC5  Reconciliation  Notice  of  Discrepancy 
is  part  of  the  Monthly  Client  Activity  Reports  package.  For  a given  production 
year,  these  notices  will  be  produced  after  the  GA1/GS3  filing  deadline  and 
whenever  a new  discrepancy  results  from  amendments. 

For  one  royalty  payer  within  one  ERCB  facility,  the  sum  of  the  GCA  claimed 
on  the  GA1/GS3  forms  is  compared  to  the  sum  of  the  eligible  GCA  reported 
on  the  GC5  forms.  When  the  GA1/GS3  claimed  GCA  varies  from  the  GC5 
eligible  GCA  a discrepancy  notice  is  produced.  The  notice  lists  the  claimed 
GCA  by  REN  and  the  eligible  GCA  by  GCA  Facility  Code. 

Actions  that  a royalty  payer  may  take  to  clear  the  discrepancies  are  (but  not 
limited  to)  the  following: 

. file  missing  GC5  forms  that  were  listed  on  report  LFMJR804  as  described 
in  Section  8.9  of  the  Royalty  Guidelines  (1987); 

• ensure  that  all  facility  owners  for  whom  he  is  the  royalty  payer  have 
allocated  their  GCA; 

• clear  discrepancies  reported  to  him  on  LFMJR806  as  described  in  Section 
8.8  of  the  Royalty  Guidelines  (1987); 

• file  amended  GS3  forms  to  reduce  the  claimed  GCA;  and/or, 

• ensure  that  the  ERCB  facility  linked  to  GCA  facilities  is  the  same  as  the 
one  linked  to  the  reporting  entities  used  to  claim  the  GCA. 

These  discrepancies  must  be  cleared  within  a period  specified  by  the 
Department  of  Energy  or  they  will  be  subject  to  penalty  and  assessment 
charges. 

Inquiries  regarding  this  report  should  be  directed  to  the  Alberta  Energy,  Gas 
Cost  Allowance  Section. 
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GA1/GS3  TO  GC5  RECONCILIATION 
NOTICE  OF  DISCREPANCY  FOR  1988 

“‘INDUSTRY  COPY*** 


LFMJR845 


ROYALTY  CLIENT  ID: 

NOTICE  DATE: 

RECONCILIATION  MESSAGE: 


B99  STAMPEDE  GAS  CO. 

1988-09-24 

GAS  COST  ALLOWANCE  OVERCLAIMED 


RECONCILIATION  GROUP  FACILITY:  1 223  WILDROSE  BIG  HILL  PLANT 


ERCB  FACILITY 

REPORTING 

PREPARED 

GS3 ACTUAL 

CODE 

ENTITY  NBR 

DATE 

ALLOWANCE 

1223 

011201 

1989-08-15 

1,700.00 

1223 

020508 

1989-08-15 

13,600.00 

1223 

038104 

1989-08-15 

6,800.00 

1223 

043412 

1989-08-15 

20,400.00 

1223 

052902 

1989-08-15 

3,400.00 

1223 

066213 

1989-08-15 

22,100.00 

1223 

077306 

1989-08-15 

10,200.00 

1223 

084310 

1989-08-15 

17,000.00 

1223 

09551 1 

1989-08-15 

18,700.00 

1223 

109114 

1989-08-15 

23,800.00 

1223 

115903 

1989-08-15 

5,100.00 

1223 

121209 

1989-08-15 

15,300.00 

1223 

134107 

1989-08-15 

11,900.00 

RECONCILIATION  GROUP  TOTAL: 


ERCB  FACILITY 
CODE 
1223 
1223 


GCA  FACILITY 
CODE 
01223- 
02013- 


GCA  FACILITY  NAME  OWNER  ID 

WILDROSE  BIG  HILL  PLANT  B99 

BIG  HILL  GAS  GATHERING  SYSTEM  B99 

RECONCILIATION  GROUP  TOTAL: 
DIFFERENCE: 


170,000.00 

PREPARED  GC5 ACTUAL 
DATE  ALLOWANCE 
1989-04-30  100,000.00 
1989-04-30  60,000.00 


UNRECONCILED 

ALLOWANCE 


160,000.00 

10,000.00 


0.00 


ROYALTY  CLIENT  SUMMARY  TOTALS 
GS3  ACTUAL  ALLOWANCE  TOTAL  1 70,000.00 


GC5  ACTUAL  ALLOWANCE  TOTAL 


160,000.00 


DIFFERENCE  10,000.00 

NOTE:  ‘SIGNIFIES  ALBERTA  ENERGY  CALCULATED  VERSION  - SEE  GV3/GS1  TO  GS3  OR  GC4/GC5  NOTICE  OF  DISCREPANCY 
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DECLARATION  - 1988 


1.6  LFMJR847  - GA1/GS3  TO  GC5  ADJUSTMENT  ASSESSMENT  NOTICE 


Report  LFMJR847  - GA1/GS3  to  GC5  Adjustment  Assessment  Notice  is 
produced  and  mailed  to  each  royalty  payer  who  has  not  responded  to 
Alberta  Energy  regarding  the  reconciliation  differences  reported  on  the 
LFMJR845  - GA1/GS3  to  GC5  Reconciliation  Notice  of  Discrepancy. 

If,  after  a period  of  time  specified  by  the  Department  of  Energy,  the 
discrepancy  has  not  been  cleared  a penalty  will  be  posted  to  the  royalty 
client’s  account.  The  penalty  will  be  based  on  the  reconciliation 
differences,  between  the  actual  gas  cost  allowance  claimed  on  the 
GA1(s)/GS3(s)  and  the  actual  gas  cost  allowance  reported  on  the 
GC5(s),  multiplied  by  the  maximum  Royalty  Rate.  Penalties  are  not 
reversed  when  corrected  documents  are  submitted. 

At  the  time  a production  year  is  closed  off,  an  assessment  will  be  made 
on  any  outstanding  discrepancies  and  a charge  posted  to  the  royalty 
client's  account. 

Inquiries  regarding  this  report  should  be  directed  to  the  Alberta  Energy, 
Gas  Cost  allowance  Section. 
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GA1/GS3  TO  GC5  ADJUSTMENT  ASSESSMENT  NOTICE 
AS  AT  1989-12-17 


ROYALTY  CLIENT  ID:  B99  STAMPEDE  GAS  CO. 

RECONCILIATION  GROUP  FACILITY:  1223  WILDROSE  BIG  HILL  PLANT 

PRODUCTION  YEAR:  1988 


LFMJR847 


TOTAL  ACTUAL  ALLOWANCE  CLAIMED  PER  GS3  DOCUMENTS: 
LESS  TOTAL  ACTUAL  ALLOWANCE  CLAIMED  PER  GC5  DOCUMENTS: 


170.000. 00 

160.000. 00 


DIFFERENCE: 
MULTIPLIES  BY  ROYALTY  RATE: 


10,000.00 

40.00000 


ROYALTY  ASSESSMENT  DUE  TO  OVERCLAIM  OF  GCA: 


4,000.00 


NOTE:  PLEASE  REFER  TO  GS3/GC5  RECONCILIATION  NOTICE  OF  DISCREPANCY  DATED  1989-09-24 


■ 


N.L.C.  - B.N.C. 


3 3286  10475270  0 


